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Pering Quebec Inc. have been awarded the general contract for 
construction of Sir George Williams University's new 10-storey building 
on Burnside Street. Amount of the Perini tender is $14,987,000 (the lowest 
bid received), and does not include the cost of structural steel or kitchen 
equipment, which will be added to the general contract later. 

Construction will begin the week of March 16th and the new building 
will be ready for the 1966 fall term. 

Total cost of this unique structure (abuilding that houses complete 
university facilities under one roof) is estimated at $23,990,000. Total 
area of the building, including mezzanies, sub-levels and mechanical rooms 
is 728,680 sq. ft. and the cubic content is 11,599,620 cu. ft. It will 
rank as one of Montreal's largest buildings containing, for example, more 
floor area than the Canadian Imperial Bank of Commerce skyscraper. 

Commencement of construction is the culmination of four years 
planning by University staff and consultants. The new building will contain 
equipment and space which will enable Sir George Williams University to 
provide students and faculty with the last word in educational facilities 
and techniques. | 

The building was designed by architects Ross, Fish, Duschenes and 
Barrett. Consulting mechanical and electrical engineers are Jas. P. Keith 


and Associates. 
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Le Contrat pour la construction du nouvel eaitrice de 10 erre 
de l'Universite Sir George Williams sur la rue Burnside a chee ncconn 
3 Pering. Le montant de la soumission de Perini (la plus basse que 
nous ayons recue) est de “1),9°7,000 et ntimplique pas te cout de ltacier 
de construction et ianendgenens des cuisines qui seront ajoutes au 
contrat Benerall plus tard, 

La construction Sobubens durant la semgine du 16 mars et le nouvel! 
ecidice sera pret 3 recevoir les Seldon pour la rentree de 1966, 

Le cout de cette construction unique @uearmce abritera les 
divers services qu'offre une Universite sous le meme fort) hese mh ae 
3 $23,900,000. L'espace total de Etociwence inc luant les mezzanines et 
les chaufferies est de 728,680 pi.ca. et i 59 0209p CULA aims ee anges 
ra parmi les plus grands Sa nices de la ville de hones contenant par 
exemple plus d'tespace que le gratte-cie!l de la Banque Canadienne de 
Commerce. 
¢ 

Le commencement de la construction est fe resulfats de quatre 

orinaee de projets et de pourparlers entre ‘nS et les con- 


seillers. 
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Le nouvel édi fice renfermera le materie| et l'espace aatege sain 
qui permefttra 3 MuUntversite dtoffrir aux étudiants les moyens techni- 
ques et les facilites educationnelles les plus modernes. 

Ltedifice a Se cree par les architectes Ross, Fish, Duschenes 


. if . . 4 . 4 . * 7 
et Barrett. Les ingenieurs conseils en mecanique et en electricite 


sont Jas. P. Keith & Associates. 
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